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EPA: Underestimated Water Pressure Led to Colorado Mine Spill, Jesse Paul, Denver Post, August 26, 
2015, http://www.denverpost.com/news/ci 28705984/epa-underestimated-water-pressure-led- 
colorado-mine-spill 

Geologist and Mine Owner Blast EPA Whitewash of Colorado Toxic Spill Absolving Itself of Blame, 
Michael Patrick Leahy, Breitbart, August 26, 2015, http://www.breitbart.com/big- 

aovernment/2015/08/26/aeoloaist-and-mine-owner-blast-epa-whitewash-of-colorado-toxic-spiil - 
absolving-itself-of-blame/ 
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